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surgeons and nurses who delight in seeing a neat job. It is an art that 
may be acquired by anyone who is willing to devote time and attention 
to the lessons of a good teacher. Dr. Whiting knows all the errors 
which must be avoided if your bandage is to combine utility with neat 
appearance. ' He also tells you how to prepare bandages of different 
sorts and advises as to materials and preparation of every sort of band- 
age in use at the present time. 

A Manual of Fire Prevention and Fire Protection for Hospitals. 
By Otto R. Eichel, M.D., Director, Division of Sanitary Super- 
visors, New York State Department of Health. John Wiley and 
Sons, 432 Fourth Avenue, New York. Price, $1. 
This book provides in convenient form an outline of the principles 
of fire prevention and protection with indications for their application 
in institutions housing the sick. Many have been the horrors ensuing 
from lack of knowledge on this subject. Dr. Eichel has done a good 
piece of work by placing within the reach of all responsible for the care 
of the helpless this excellent manual. 

The following books, previously reviewed in these columns, have 
been received in new editions, as follows: 

Modern Methods in Nursing, By Georgiana J. Sanders, formerly 
Superintendent of Nurses at the Massachusetts General Hospital, 
Boston. Second edition thoroughly revised. 12mo. of 200 pages 
with 217 illustrations. W. B. Saunders Company, Philadelphia 
and London. 1916. Cloth $2.50 net. Reviewed in September, 
1912. 

Fever-Nursing, designed for the use of professional and other nurses, 
and especially as a text-book for nurses in training. By J. C. 
Wilson, A.M., M.D., Author of A Treatise on the Continued Fevers 
and A Handbook of Medical Diagnosis. Eighth Edition, revised 
and enlarged. J. B. Lippincott Company, Philadelphia and Lon- 
don. Price, $1. Reviewed in January, 1913. 

Nursing in Diseases of the Eye, Ear, Nose, and Throat. By The 
Committee on Nurses of the Manhattan Eye, Ear and Throat 
Hospital, J. Edward Giles, M.D., Arthur B. Duel, M.D., Har- 
mon Smith, M.D., John R. Shannon, M.D., John R. Page, M.D., 
Duncan McPherson, M.D., Herbert Wilcox, M.D., Eugenia Ay- 
ers, former superintendent of Nurses, Helena Toothaker, Super- 
intendent of Nurses. W. B. Saunders, Philadelphia. Price $1.50. 
Reviewed in October, 1910. 



